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Project 2516 Receiver for Project 


Mlscellaneoixs (breadboard material) $ 50.00 
One CV-1 unit material 40*00 
Solar Power Pack. 23 wedges in series 140.00 
^lar power pack of 23 wedipes for escperimental use. 116.00 

mm n-m 

Zenith earphone kit # t5*00 10.00 
DEA.C rechargeable midccells 25.00 
Material for case (alianinum, nylon etc.) 15 .00 

Total I 396.00 
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STAT 
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2316 


Project 


receiver was sent to 


today ('ay 31, 1956) with 


the fcllowi: g parts : 


1. Solar Pattery Charger 

2. Hank antenna wire (50 ft.) 

3. Transistors in container; 

a) 4 2n94 NPN 

b) 1 2H35 NPN 

c) 2 SBIOO PNP 

4. Battery charger cord (2) 

5. Headset (2000 ohm) 

6. Spare set of 5 120 DK DEAC cells with "pill box" container. 

7. Cne .026 Allen Wrench 


STAT 

STAT 
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